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9 Thank you for your candid Anſwer to my laſt, and am now five Of 
F your good Advice in bidding me not be too ſapine in believing that the. 
Projector of the Gu/chwell Springs Scheme would lay it aſtde, and that 
you think, as I mentioned only in general Terms, that Falſities 
P and Abſurdities had been printed againſt our Schemne, during laſt Se ſlion, 
you thought it would not be amil if I ſhould ſet forth the Particulars, 
Ia order therefore to explain my ſelf upon theſe Two Heads, I muſt 
own, as to the 3 only uſed this plain Way of Reaſoning, founded upon what lam 
told is the conſtant Ulage of Parliament. That whenever any Thing comes before them, 
which concerns His Majeſty's Intereſt, Health, or Pleaſure, in any Manner whatſvever, 
They wil! always be 9 how far His MAI ESTV Approves, or Diſapproves of 
what is propoſed, before they will proceed to paba BILL concerning it. And as the 
Honourable Perſon who has the Care of His Majeſty's Parks and Gardens at Hampton 
Court, told US (and without doubt has told the Projector the ſame) That he would no ® 
ſuffer Ore Pint of Water to be diminiſh\d from Hamttan-Court, if he could help it, 25 
Becauſe they are now ſo very ſcantily ſupply d in dry Summers -- Andas We hear that the 
Projettor has apply'd himſelf to ſome of His Majeity's Principal Per to have his 
Scheme approved of, but had his Petition Rejztled, Common Realon told me, that 
he ought to overcome thele Difficulties before he ſhould Trouble the Houſe with it again, 
HE ſays indeed, That 'tis but a Zzttle Mater that he ſhall Pivert from H ampton- 
Corrt;, but ſurely he ought to know his Majeſty's Pleaſure firit, Whether he will Spare 
that Little----- Becauſe the ſame Honourable Perſon has frequently Declared, that None 
at all is to be Spared.— | 

And as to the Navigation of the River Thames, we were told, when we firſt 
Lid Our Scheme before the Houle in 1720-21. by ſome of the moſt Eminent Citizens, 
that they would not faffer the Diminution of One Pailfull of Water from the Thames 
. too ſhallow) if they could help it. And why the Projector ſhould Expect the ; 

ity of London, and other Tradin . Big Situate upon the Thames, who then Feri- 
tioned againit VS, (before we had found an ample Eguivalene for the Water that is 
diverted,) ſhould now allow of this Deſign, which takes 20 Care of making any Amends 
at all, is not eaſy to be accounted for, 

AS to any Superior Merit, I think it will be ſtill harder to aſſign any Reaſon for 
that: He himſelf fixes it in his being the Original Inventor, and Our being but 774. 
tors; and in his Level being Better than Ours: But when theſe Fits are traly krown, 
they will be found to have no Foundation, or indeed to be ae falſe. — 

As to the Former: The Trae State of the Cale is this.-----T hit in the Year 1641, one 
Edward Ford of Suſſex, Eſq; laid beiore the Houſe a Scheme, ſor bringing Water from 
near Rickmanſworth to St. Giles's in the Fields, from the ſeveral Rivers of the Colne 
Gade, Bulbone and Cheſham, and the River Lea; And the Projector for bringing W ater 
nem from the Guichwell Springs in the Year 1719-20. (having probably met with that 
Scheme, and Arguments then Printed Pro and Con) ind the very tame Scheme, of bring- 
ing Water from the very {ame Rivers, the Colne, the G ade, the Cheſham and Lea, to 
Mary bone Fields. But what fort of an Invention this is, or what Merit is due to 
it, We muſt leave for Others to Determine, +--- "tis certain this Projector his no ot her 
Foundation for calling himſelf an /rvearor. 3 

8 ladeed both thoſe Projetts met with the ſame Want of Succeßs for the very ſame 2 
Reaſon, --- That each of them would have hurt a very great Number of Ai that were 
ſituate upon thoſe Streams. | 

In the Year 1720-21, the Preſent Adventurers laid a Scheme before the Houſe, for the 
bringing Water from One ſingle Brauch of One of thofe Rivers called the Com- 
ley Stream 5, wherein they had then taken Care, Ne oily Net to ſart, but to In. 
prove all the Mills ſituate both zpor it, and below it, as well as the Water 
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Court; And this we thought to be a Defign as Entirely Different from the former Wild 
Scheme, as a very Beneficial One is from a very Derrimental One. 


And tis to be obſerved ( [o far are we from being Es} that this Scheme of 
| bringing Water from the Cowley Stream, was laid before the Parliament before the 
Name of Gulchwell Springs was ever heard of, either there, or by Us. © 5 

AND as to the Second, That his Level is better than Ours; Lask Pardon ſor 
uſing an Old Engliſh Proverb, that ENOUG H is as good as a Feaſt : And without en- 
tring into a Long Demonſtration, thit we have Level enough, 1 ſhall uſe one Argu- 
ment, that [ think will Demonſtrate, that this Projector himſelf (tho' he con- 
fidently Aſſerts the contrary) dues himſelf actually and really know, that we have 
much more than enough; For as we Now Pr opoſe, to have Liberty to take it even from 
Denham Point, à Mile and an Half above Uxbridge « It is moſt certainly true, t 
when We propoſed to take it in the Lear 1720-21. from below the Second Mill below 
—— this very Man did then apply himſelf to be admitted amongit VS, which 
cannot be ſuppoſed he would have done, had he conceived our then Level was not 
High enough; --- and We are fo far from apprehending we have not Level enough, that 
tho We hope to have Liberty to take it from any Part of the Comleꝝ · Stream, that ſhall be 
found vuſt Convenient: Yet We believe that we ſhall find the Level intended to 
make Uſe of in the Year 1720 f. (which was from below Uxbridge) to be very ſuf- 
ficient, and ſuch perhaps as we ſhall at Laff chooſe to make Uſe of, ſo that I hope I 
3 proved that the two Points, upon which the Projector founds his Pretenſions 
to Merit, have mo Foundation in Truth at all. . | 

---- And this brings me to ci to you the ſeveral Falfuties and Alſurdit ie that were 
told the Committee, and given out in Print laſt Seilions, at the Door of the Hauſe. 

TH E Projector of the Gulchwelt Scheme in the Firſt of his Papers delivered out there, 
let a Value upon it, that the Gulchwel/ Springs were his ewn Property, and with 
a ere to Second him, he had the Aſſurance to tell the whole Committee the ſame, to 
SirGeorge Cook's Teeth, altho' in Reality they are Sir George's Property, and riſe upon His 
Eſtate 5 ---- Again he aſſerted to the Committee, that he had markt out 
the Traverſe of his Canal, either «pan or wery near the Ground, in which iz 
Mould ran, --- whereas in Fact. (tho? "tis true that His and every Badzes Traverſe muſt 
for the moſt part come near the Traverſe he has markt out, becauſe there is. no ethey 
Way to bring the Water, but by the ſides of the Hill) yet His Traverſe is fo far from 
being c, that it has moſt groſs I rors in it, for (belides other miſtakes) in 
One Place it marks out the Water running half a Mile up Hill, and in anat her it marks 
out a Uſeleſs, imprafticable Canal, for above Four Miles together. . And as to 
his Quantity of Water, tho' he owns himſelf to haye ſtrongly prevaricated with the 
Committee, © Keeping Under the Truth, as to the Level and S e of Water, and 
& Fxceeding the Truth, as to the Cyzrges, (1 uſe his own deny even in that he is. 
elſe - Being in Reality above a Fourthpart above the Truth, inſtead of ande- it; for 
e told the Commirtee, That the Guichwell Springs produce I 000 Ton per Hour; 
whereas I have accurately Tried the Quantity of Water theſe Springs produce, very 
lately, and find them to be under 730 Jen per Hour, --- In another Paper 
with the Gme ſtrange Confidence, He affirms, that we intended (tho' we 
concealed it) either to carry Water up from Denham uur over a high Hill, called 
Uxbridge-Common, or to carry it for many miles under Ground, through Chalt; THINGS 
ſo far from being ever thought of by Us, that I believe ſach Groſs Abſurdities 
never yet entred into any Man's Head but hit own : Ef 
So that Al the Preference that He gives himſelf, are founded only upon falfe Aſſer< 
tions or Inventions of his own, and — as to his' being the original Inventor, Mr. Ford: 
Scheme, in 1641 and Hi:AG of P----t put into the Houſe in the Year, 1719-20. compared 
together plainly ſhew what No merit He has upon This Head; and as to a Level not 
being ſufficient, his frequent Applications to be admitted into our Scheme, (tho' he has as 
often flown back again,) ſhew that he knows our Level to be full high enough ----« 
and His afſertin the contrary may be reckoned of a Piece with the Reſt of his ingenuous Be- 
haviour above ſet forth. | 

1 am Sir, FE 


Your molt Obedient 
| Humble Servant, 8 
F. T. D. ut. 


The Committee to ſetts Morrow · Morning. 


